I find this,  based upon other evidence in the record,   to be a
normal number of violations,   and on  that basis  the  penalty
imposed will neither be increased nor decreased.

Weighing all the factors which- I have previously de-
scribed  in  this case,   and   further  considering the extreme
risks-which are well documented  in mine   safety law-flowing
from roof control violations,   and   considering the evidence
which Respondent has   placed  into  evidence in mitigation (for
the most  part evidence of  extreme  safety consciousness with
regard  to roof control violations),   I  find that  the  penalty
initially proposed  by MSHA in  this case,   $1,000,   is reasonable,
and it  is so assessed.

ORDER

Respondent  is ordered  to pay the  Secretary of Labor the  sum of
$1,000.00 within 30 days  from the date  hereof.

Michael A.  Lasher,  Jr.,   Judge
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